AU  - National Guideline Clearinghouse (NGC)
TI  - Therapeutic monitoring of TNF-alpha inhibitors in Crohn's disease (LISA-TRACKER ELISA kits, IDKmonitor ELISA kits, and Promonitor ELISA kits).
DP  - 2016
